ROYAL 

ELECTRONIC CALCULATOR 
1 YEAR WARRANTY 


Your new Royal electronic calculator is war¬ 
ranted for one year from date of purchase. 
During this warranty period we will repair 
or replace your unit with a new or factory 
serviced unit at no cost to you for labor, 
materials, or return postage if it is sent pre¬ 
paid to Royal. 

This warranty is given by Royal Typewriter 
Company, a Division of Litton Business 
Systems, Inc. It applies only to the original 
purchaser and does not include adjustments, 
parts, or repairs required by circumstances 
beyond the control of Royal, such as fire 
or other casualty, accident, neglect, abuse, 
abnormal use, or battery leakage damage. 


• REGISTRATION 

Be sure to register your new 
calculator by completing and 
returning the warranty regis¬ 
tration card within ten (10) 
days from date of purchase. 


• Enclose Bill of Sale 

To obtain service under the terms of the 
warranty printed on this card, fill in the 
SERVICE REQUEST card and enclose with 
your calculator, packed in the original carton 
or equivalent and mail prepaid and insured 
to the nearest service location. 


Q3 ROYAL TYPEWRITER COMPANY 

Litton Consumer Products 






CALIFORNIA 


GEORGIA 


Royal Typewriter Company 
Special Products Service 
4219 W. Burbank Blvd. 
Burbank, California 91505 


Royal Typewriter Company 
Special Products Service 
1117 W. Peachtree St., N. W. 
Atlanta, Georgia 30309 


ROYAL TYPEWRITER COMPANY 
ELECTRONIC CALCULATORS 
SPECIAL PRODUCTS SERVICE CENTERS 


CONNECTICUT 

Royal Typewriter Company 
Special Products Service 
150 New Park Avenue 
Hartford, Connecticut 06106 


ILLINOIS 

Royal Typewriter Company 
Special Products Service 
6006 W. 73 rd Street 
Bedford Park, Illinois 60638 




